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Description 


A recent segment of Bill Maher’s Real Time panel decided to make some dumb stuff up about the current 
allegations around the Catholic Church (so called). But what's really going on? 


Documentation 

Watch the podcast 

Stream video: stream video 

Stream audio: stream audio 

Download video (mp4): direct download link 
Download audio (mp3): direct download link 


Bitchute link: watch video 
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